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ACTION NEA- 11 

INFO OCT-01 ISO-00 INT-05 OES-07 SMI-01 /025 W 

031393 121229Z/64 

P 121140ZJUN78 

FM AMEMBASSY DOHA 

TO SECSTATE WASHDC PRIORITY 3726 

UNCLAS DOHA 783 

FOR NEA/ARP ZIOLKOWSKI 


Message Text 


E.O. 11652: N/A 
TAGS: EPAP, QA 

SUBJECT: REQUEST EOR CONTACTS ON ARABIAN ORYX AND FALCONS 

REF: (A) DOHA 393 (B) MUJAHID/ZIOLKOWSKI MEMO DATED 4/4/78 

PLEASE PASS THE FOLLOWING INFORMATION TO MR. D.A. FERGUSON, 
INTERNATIONAL AFFAIRS STAFF, FISH AND WILDLIFE SERVICE: 

1. EMBASSY HAS RECEIVED A LETTER FROM DR. MOHAMED MUJAHID, HEAD 
OF THE VETERINARY SECTION OF MINISTRY OF INDUSTRY AND 
AGRICULTURE, REQUESTING YOUR ASSISTANCE IN ARRANGING U.S. VISIT 
FOR DR. MUJAHID AND POSSIBLE OTHER MEMBERS OF MINISTRY OF 
INDUSTRY AND AGRICULTURE TO CONSULT WITH INDIVIDUALS AND 
ORGANIZATIONS HAVING EXPERIENCE WITH ALL PHASES OF CARE AND 
BREEDING OF ARABIAN ORYX AND FALCONS. VISIT COULD TAKE PLACE 
BEGINNING MIDDLE OF JUNE OR EARLY JULY. ALL EXPENSES WILL BE 
BORNE BY EITHER INDIVIDUALS OR GOVERNMENT OF QATAR. 

2. IF POSSIBLE, DR. MUJAHID DESIRES A FORMAL INVITATION FROM 

ONE OR MORE CONCERNED ORGANIZATIONS; INVITATIONS TO BE SENT TO: 

H.E. SHEIKH FAISAL BIN THANI AL-THANI, MINISTER OF INDUSTRY AND 
AGRICULTURE, P.O. BOX 1966, DOHA, QATAR (ARABIAN GULF). 

3. EMBASSY IS WILLING TO RELAY ARRANGEMENTS YOU MAY MAKE DIRECTLY 
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TO DR. MUJAHID. 
KILLGORE 
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